USDA 



United States Department of Agriculture 
Animal and Plant Health Inspection Servicf( 

INSPECTION REPORT) 


JBALTRUSH 

7250 custjd 
165343 inspjd 
5046 site id 


FELD ENTERTAINMENT, INC. Customer ID; 7250 

RINGLING BROS/BARNUM & BAILEY Certificate: 52-C-01 37 


8607 WESTWOOD CENTER DRIVE 
VIENNA, VA 22182 


All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


Site: TRA2 

BLUE UNIT 

Inspection 

Type: ROUTINE INSPECTION 
Date; OCT-30-2003 


This inspection was conducted 
Ringling Bros, and Bamum and 


by Dr. Nasry Faltas and Mrs. Jan Baltrush - of Animal Care - and 
Bailey Circus - at the Arena at Harbor Yard, Bridgeport, CT. 



of 


Facility meets all standards and regulations. 


Prepared By: 





JAN P. BALTRUSH, A C I , USDA, APHIS, Animal Care 
Title:' ANIMAL CARE INSPECTOR , Inspector ID: 1011 
Received By: 


Title: 


ISENT VIA E-MAIL 


Date; 

NOV-02-2003 
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